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ARC -M- 66 

AD HOC REQUIREMENTS COMMITTEE ON PROJECT AQU ATONE (ARC) 

Minutes of Mooting Hold in Room 214 
Administration Building, Control Intelligence Agency 
at lOtOO a»m,, 7 November 1957 

PRESENT 

James Q. Rober 
Chairman 


Colonel William A, Dodds, OACSI 
Colonel Qulntin S s Lander, OACSI 
Lt« Col, Harold E, Snow, Jr, , OACSI 
Major George Yan Laethem, OACSI 
Commander J, M, Lareen, ONI 
Lt» Com dr, Fred A, Mueial, ONI 
Mr. Laud R, Pitt, ONI 
Colonel Jamee H* Macia, Jr,, AFCIN 
Lfc, Cel, Len don Hill, AFCIN 
Lt, Col, George J, Keithley, AFCIN 
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European Tour to Brief Commands 

2* The Chairman reported that General Cabell informed him subsequent 
to Tuesday** 1AC meeting that the planned briefing tear by Mr, Lundahl bad been 
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cancelled, The Chairmen said that ha had sought a clarification from General Cabell 
as to whether this decision had any effect on two other existing arrangements* 

a. the rights under the TALENT Control System of each Agency 
to service its theatre headquarter a with TALENT materials as they 
deemed required on a MOST KNOW basis, and 


b* The standing instruction to mhfce * 

duplicate negative of the recent missions* 1 

General Cabell had etated that these existing arrangements wers not affectsd by 
the recent decision on the tour* 

Request for High Level Briefings at HT APTQM AT 

3* The Chairman noted the extensive number of high level briefings 
which Mr* Lundahl had been conducting at HT AUTOMAT for military personnel* 

The Chairman requested that in the future such requests be referred to him with 
Jus tifi cation rattier then referring the requests to Mr, Lundahl, 25X1 
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